To:  Li,  Corine[Li. Corine@epa.gov];  Merle  Chischilly[mchischilly@navajopubliewater.org] 

From:  Yolanda  Barney 

Sent:  Fri  8/7/2015  4:52:09  PM 

Subject:  Re:  URGENT:  FW:  Gold  King  Mine  Blowout  SITREP  #1 

The  NTUA  treatment  plant  is  not  processing  water.  Water  is  piped  from  the  Farmington 
plant  (who  may  be  more  impacted).  If  so,  there  may  be  more  of  a quantity  issue  all  the 
way  down  to  Mexican  Water. 

Merle,  please  work  closely  with  Corine. 

The  wastewater  plant  at  Shiprock  is  in  operation.  I did  share  information  with  Rex  Kontz 
of  NTUA  and  our  Emergency  Management  team. 

Yolanda  Barney 

Environmental  Program  Manager 
Public  Water  Systems  Supervision  Program 
Surface  and  Ground  Water  Protection  Department 
Navajo  Nation  Environmental  Protection  Agency 

928-871-7755 
928-871-7818  (fax) 

vbarnev@navaiopublicwater.org 


From:  "Li,  Corine"  <Li.Corine@epa.gov> 

To:  Yolanda  Barney  <ybarney@navajopublicwater.org> 

Cc:  "waterdog@navajopublicwater.org"  <waterdog@navajopublicwater.org> 

Sent:  Friday,  August  7,  2015  10:13  AM 

Subject:  URGENT:  FW:  Gold  King  Mine  Blowout  SITREP  #1 

Yolanda 

We  were  apprised  iate  yesterday  about  a mine  water  spill  on  the  Animas  River  and 
potential  impacts  to  downstream  drinking  water  intakes.  Region  6 and  8 are 
responding... they  have  shared  information  to  ascertain  whether  Navajo  drinking  water 
sources  are  impacted.  More  to  come. 

From:  Brown,  Jamesr 

Sent:  Friday,  August  07,  2015  7:13  AM 

To:  Li,  Corine 

Subject:  FW:  Gold  King  Mine  Blowout  SITREP  #1 


Sent  from  my  Windows  Phone 
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From:  Garcia,  David 

Sent:  8/7/201 5 7:47  AM 

To:  Brown,  Jamesr:  Dwyer,  Stacey;  Hosch,  Claudia:  Watson,  Jane:  Wooster,  Richard 

Subject:  FW:  Gold  King  Mine  Blowout  SITREP  #1 


David  F.  Garcia 
Deputy  Director 
Water  Quality 
Protection  Division 

U.S.  EPA  Region  6 

1445  Ross  Avenue  (Mail  Code:  6WQ-D) 
Dallas,  Texas  75202-2733 
Phone:  (214)  665-7593 

Follow  EPA  Region  6 


From:  Restivo,  Angela 

Sent:  Thursday,  August  06,  2015  5:03  PM 

To:  Thomas.Skibitsk@state.nm, us:  Stephanie. Stringer_state.nm. us 

Cc:  Foster,  Althea;  Brown,  Jamesr;  Garcia,  David;  Crossland,  Ronnie;  Webster,  Susan; 

McCasland,  Mark;  Kirkland,  Robert 

Subject:  Gold  King  Mine  Blowout  SITREP  #1 

Attached  is  the  SITREP  #1  from  the  Gold  King  Mine  Blowout. 

If  you  have  questions  please  contact: 

Althea  Foster 
OSC  EPA  Region  6 
Work  Cell:  214-789-1572 
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